To:  Ellinger,  Scott[Ellinger.Scott@epa.gov] 

From:  Torres,  Michael 

Sent:  Thur  8/13/2015  2:18:37  PM 

Subject:  RE:  Gold  King  Mine  Spill 

Yes  sir.  As  soon  as  you  can  come  down,  Angela  has  tasks.  When  you  reach  the  REOC 
doorway,  just  pick  up  the  red  phone  and  we’ll  give  you  access. 


Thank  you. 


From:  Ellinger,  Scott 

Sent:  Thursday,  August  13,  2015  9:15  AM 

To:  Torres,  Michael 

Subject:  RE:  Gold  King  Mine  Spill 


Sure.  Do  you  want  me  to  go  up  now.  Can  you  open  the  door? 


From:  Torres,  Michael 

Sent:  Thursday,  August  13,  2015  9:11  AM 

To:  Ellinger,  Scott 

Subject:  Gold  King  Mine  Spill 


Scott  - 


You’ve  been  activated  for  work  the  response.  However,  we  need  you  here  at  the  REOC  on  the 
8th  floor.  Please  swing  by  to  also  provide  us  with  some  pertinent  info. 


Thanks, 

MTorres 

Resources  Unit  Leader 
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